To: Stavnes, Sandra[Stavnes. Sandra@epa.gov] 

From: OBrien, Wendy 

Sent: Sun 8/9/201 5 1 1 :49:37 PM 

Subject: FW: Qs As 

#1 Gold King Mine FAQs Final-EPA typo corrected .pub 


Wendy O’Brien, DVM, PhD, DABT 

Toxicologist, Ecosystems Protection and Remediation 

USEPA Region 8 

1595 Wynkoop Street 

Denver, CO 80202 

Phone: 303.312.6712 
FAX: 303.312.7151 


From: OBrien, Wendy 

Sent: Sunday, August 09, 2015 5:19 PM 

To: Peterson, Cynthia 

Cc: Faulk, Libby 

Subject: RE: Qs As 


EPA was misspelled in the earlier version use this if possible. 


Wendy O’Brien, DVM, PhD, DABT 
Toxicologist, Ecosystems Protection and Remediation 

USEPA Region 8 
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ED 000552G 00000465-00001 



1595 Wynkoop Street 
Denver, CO 80202 


Phone: 303.312.6712 
FAX: 303.312.7151 


From: OBrien, Wendy 

Sent: Sunday, August 09, 2015 5:10 PM 

To: Peterson, Cynthia 

Cc: Faulk, Libby 

Subject: Qs As 


Wendy O’Brien, DVM, PhD, DABT 

Toxicologist, Ecosystems Protection and Remediation 

USEPA Region 8 

1595 Wynkoop Street 

Denver, CO 80202 

Phone: 303.312.6712 
FAX: 303.312.7151 
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ED 000552G 00000465-00002 



